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Richard Brown thought he was 
too young to have a heart attack. 


Because having a family, a good 
job and a bright future doesn't pro- 
tect anyone from heart attack. In 
fact, nearly one million Americans — 
many with those assets — die of 
heart disease and stroke each year. 
And 200,000 of them die “too young.” 
The American Heart Association 
is fighting to reduce early death 
and disability from heart disease 
and stroke with research, profes- 
sional and public education, and R 
community service programs. 
But more needs to be done. 


American Heart 
You can help us support research Association 
and education by sending your 


dollars today to your local Heart WERE FIGHTING FOR YOUR LIFE 
Association, listed in your 


telephone directory. 


Plant/Operations Progress (Vol. 1, No. 4) 


| 
| 
| 
| 
re 
: 
| 
12 
07 October, 1982 
: a» 


] 
| 
] 
| 
: 
‘ 
A 
git 


